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THE ELTON CHERRY. 


This Cherry was sent to the Horticultural Society in 
July last by Mr. Andrew Knight, by whom it was first raised, 
at Elton, having sprang from a seed of the Bigarreau and the pollen 
of the White Hart. It much resembles the latter variety in the 
great length of its fruit stalk, and the delicacy and juiciness of 
its pulp ; and it was very much approved by the Committee of the 
Horticultural Society. The original tree, which produced the 
fruit from which the annexed plate was taken, was only six years 
old, and had been transplanted in the preceding Autumn : there 
is therefore much reason to believe, that its future produce will 
be superior, both in richness and size, to those from which the 
present plate was taken. 

The tree was stated by Mr. Knight to be of very vigorous 
growth ; and he expressed his opinion, that it would prove very 
productive ; it having borne a good crop, where several other trees, 
under similar external circumstances, had not afforded a single 
cherry. It ripened its fruit upon a West wall ; but it had previously 
been a standard. 
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